From: Cory Fletcher 

Sent: Tuesday, January 20, 2009 10:54 AM 
To: bcadden@neccrx.com 
Subject: your thoughts... 

Barry, 

What is your thought on dispensing the hydroxyprogest. from the 90mm glass filter system before we get the test 
results back? We tested the previous lot and it came back good @ 92 %. I just want to know before I release anything. 
Thanks, CBF 
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